FIRST METHODIST CHURCH 
WILLIAMSON, W. VA. 

The city of Williamson was founded in 1890 
and the first Methodist Church was built 12 
years later. The first building stood on the 
present site of the Mountaineer Hotel. The 
present structure was erected on the corner of 
Dickinson St. and Second Avenue in 1919. The 
church has a membership of approximately 
1 , 000 . 
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First Methodist Church, Fred B. Wyand, Minister. 



Williamson, W. Va. 








